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BILL NO. S-a3-05- A 


SPECIAL ORDINANCE NO. S- 


AN ORDINANCE approving Change Order 
No. 1 and Final for Res. #401-84 
Modified, Allen County Flood Control 
Board 1984 Flapgates, with John 
Dehner, Inc., in connection with 

the Board of Public Works and Safety. 












NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL OF 
THE CITY OF FORT WAYNE, INDIANA: 

SECTION 1. That Change Order No. 1 and Final for Res. 
#401-84 Modified, Allen County Flood Control Board 1984 Flapgates, 
with John Dehner, Inc., in connection with the Board of Public 
Works and Safety, for: 
This Change Order is necessary 
because of the unique charac- 
teristics of the existing head- 
wall the City of Fort Wayne 
elected to eliminate the installa- 
tion of the wood flapgate and 
install instead a steel flapgate, 
which is to be fabricated locally. 
Per negotiations with the con- 
tractor and based on the letter 
submitted to the City dated 
December 19, 1984, the City 
granted the contractor a time 
extension until June 14, 1985, 
which is to be incorporated within 
this change order; 
involving a net increase of Nine Thousand Two Hundred Fifty and 
No/100 Dollars ($9,250.00), all as more particularly set forth in 
the specifications, and which is on file with the Office of the 
Board of Public Works and Safety, and is by reference incorporated 
herein, made a part hereof and is hereby in all things ratified, 
confirmed and approved. 

SECTION 2. That this Ordinance shall be in full force 


and effect from and after its passage and any and all necessary 


approval by the Mayor. 


Councilmember- 
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Page Two 


APPROVED AS TO FORM 
AND LEGALITY 


Bruce O. Boxberger 


City Attorney 





seconded by “p and -OUL 
by title and referred to'the Committee (and the City 
Plan Commission for recommendation). and Publi€é Héaring to be/held after 


due legal notice, at the Council pers, City=€ ing, Fort Wayne 
Indiana, on , the ; 5 ‘day of 
, 19 at O Clock M.,E.S 


S ER 










DATE: 
NNEDY ; CITY CL 


Read the third Aime in full and on motion by Kleiz 
seconded by € LCL’ , and duly adopted, Since on its 














passage. PASSED (BOST) by the following vote: 
AYES NAYS ABSTAINED ABSENT TO-WIT: 
TOTAL VOTES E / 
BRADBURY Ea 
AE 
BURNS 
¢ fe see 
EISBART 
eet 
GiaQUINTA 
ae , 
HENRY 
Ca 
REDD 
in 
SCHMIDT 
| fl 
STIER 
TALARICO 
DATE: SANS 





SANDRA E. KENNEDY, CITY CLERK 


Passed and adopted by the Common Council of the City of Fort 


Wayne, Indiana, as ( R L 
ae eee P 
(SPECIAL) (ZONING MAP) ORDINANCE (RESOLUTION) NO. of Ae 








on the rae, ff «~C day of BA suet a aes ra , 
A 
ATTEST: (SEALY A W] a 
wee VAUD é Cc a N ae 
; ve ee Aea étietirda 






SANDRA E. KENNEDY, CITY CLERK PRESIDING /OFFICER 
ort Wayne, Indiana, 


TE 


Presented by me to the Mayor of the City of 


on the OLAM day of a : 
. 7 ie) j 
at the hour of L/ a ee o'clock oe Fe SM 7 BO els 





Approved and signed by me this AGE aay of Sa p 
19 A psat the hour iof -i o'clock £ MESo Ti 


D DLK 
WIN MOSES, JR., MAYOR 


25- 77-7 
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CFA 
CHANGE ORDER 
Change Order No. l1 and FINAL Resolution No.401-84 Modifie 
Project No. Board Order No. 9-84 
Name of Project: "Allen County Flood Control Board 198 4 Flapgates Date: 29 April 1985 
To: John Dehner, Inc. 
(Contractor) 
Gentlemen: 


You are hereby requested to comply with the following changes from the contract plans and 
specifications: 





nit Price Increase 











|. and ind Description of Change ia to be fabr Change in Contract Price 
1 EA. Contractor to furnish and install [nore 


Beta 72"x72" wood flapgate 1,650.00 
Contractor to furnish and install D 


T 72"x72" steel flapgate Lump 


Total Decrease 












10,900.00 






1,650.00 





10,900.00 


Total Increase 


3 . 
5 . 





Net XRBEKxEEErYyX Increase) Contract Price 9,250.00 
The sum of $_9.250.00 is hereby (added to)XMBEXIOEEXKOOOGRE the total contract price 
and the final contract price shall be adjusted as follows: 
Original Contract Price 101,200.00 
Current Contract Price Adjusted by Previous Change Order -ioi 200.00 
New Contract Price including this Change Order $ 110,450.00 


The time provided for completion in the contract for this project is ( SIIS 
(GBEESEEEd) by 176 calendar days due to this Change Order. The date for completion 





of all work shall be 19 June 1985 - Furthermore, this document shall become an 


amendment to the contract and all provisions of the contract shall apply hereto. 


Date Gow 29 LTG SE 


Date he Sel al 


City Engineer Date ad LIIGES 


Approved by: ~~) Owner Date Cs) ota 
{) 


Attested by: i 2 Lv WOU Lia erk Date 5 -4-2 3 









Chief Engineer 


‘Recommended by: 
Accepted by— 7 


| > 
Approved byr ded 


T7 7E MUNNI. ALU. 


a ity ; 
oe srs! #1 A Final for ren #401- 84 Modified, Allen ar, 





TITLE OF ORSTNANCE 









DEPARTMENT REQUESTING ORDINANCE 

SYNOPSIS OF ORDINANCE e a ae bot a SO 
characteristics of the existing headwall the City of Fort Wayne elected to 
eliminate the installation of the wood flapgate and install instead a steel 
flaogate, which is to be fabricated locally. Per negotiations with the contractor 
and based on the letter submitted to the City dated Dec. 19, 1984, the City 
granted the contractor a time extension until June 14, 1985, which is to be 


incorporated within this change order. John Dehner, Inc., is the Contractor? 





EFFECT OF PASSAGE Installation of steel flapgate instead of wood. 


EFFECT OF NON-PASSAGE 


MONEY INVOLVED (DIRECT COSTS, EXPENDITURE, SAVINGS) _ Increase $9,250.00 


ASSTGNED TO COMMITTEE 





S-85-05-26 


BILL 'NO.° 
REPORT OF THE COMMITTEE ON CITY UTILITIES 


WE, YOUR COMMITTEE ON CITY UTILITIES : - TO WHOM WAS 


REFERRED AN (ORDINANCE) + (RESQLURTON) approving Change Order No- 
and Final for Res. #401-84 Modified, Allen County Flood Control Board 
1984 Flapgates, with John Dehner, Inc., in connection with the Board 


° 


of Public Works and Safety 


A , 





ee e e a a E 


s 





—_— 


= 





HAVE HAD SAID (ORDINANCE) (RRSGRNLTXLMY UNDER CONSIDERATION AND BEG 


“LEAVE TO REPORT BACK TO THE COMMON COUNCIL THAT SAID (ORDINANCE) 








ie 


THOMAS C. HENRY 
CHAIRMAN . 








WAS {j ANET G. BRADBURY : > 2 ae 
igh CE CHAI RWOMAN © ; Cae REESE a Gi. ae Le eos 


DONALD J. SCHMIDT 


ee S STIER - 








AL ee. wo AZAR CHARLES B. REDD. 
a a NN we p i 


concuRRED N WD Ds SS, 3 SANDRA E. KENNEDY 
i | CITY CLERK 





